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SUBJ: US CAPACITORS TO HUNGARY - IL 1560 

43*: A. COCOM DOC (73) 2283 (STATE A-9374) 

B. OECD PARIS 32067 

1. UK AUTHORITIES NOTE THAT CAPACITORS PROPOSED EOR 
EXPORT MEET OR EXCEED LATEST MILSPC (MIL-C-14409) 

AND EEEL THAT LOWER TEMPERATURE TRIMMERS WOULD PROBABLY 
BE SUEFICIENT. THEY WOULD BE GRATEFUL FOR A MORE 
DETAILED EXPLANATION OE THE REQUIREMENT FOR TYPE 567-053 
TRIMMERS FOR STATED END-USE. 

2. REQUIRES INSTRUCTIONS FOR REPLY. 
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